Benefits Of An Evox Electric Wheelchair 
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No matter your physical limitations or balance issues, an electric 
wheelchair can help you lead an active and fulfilling life. These 
advanced chairs can be controlled using a joystick, making them 
more user-friendly than manual models. 


This Evox electric wheelchair has two lead-acid batteries and a steel 
frame. It can travel up to 6 km per hour, featuring a reclining 
backrest and footrest elevation to ensure the most significant level 
of user comfort. 


Comfort 


A practical wheelchair can make life more mobile and healthier, 
enabling users to remain independent while remaining portable and 
nutritious. A suitable chair will allow an individual to get in and out 
quickly, propel efficiently, repair as necessary, increase physical 
function, decrease dependence on others, and help increase 
independence overall. 


The Evox electric wheelchair is designed for comfort and 
convenience and can be adjusted to meet the unique needs of each 
user. Lightweight and foldable for convenient transport and storage, 
its adjustable footrests and seats make moving around more 
accessible for its user, and advanced features like ftilt-in-space 
capabilities round out its offering. 


These wheelchairs can be used indoors and outdoors, catering to 
those of various levels of mobility. Durable and easily dismantlable 
for cleaning and repairs, these chairs can also be operated either 
manually or assisted by an attendant; in fact, there are various sizes 
to accommodate different users; short and long-term rentals can 
even be made available; they can later be sold back when the 
patient's condition improves. 


Rent the Evox WC 102 ME-Electric WheelChair to take advantage of 
its versatile controller that can be mounted to both left and right 
sides, plus its back support provides extra safety. Made of steel with 
liquid painting for durability, long-life batteries are used. Plus, it 
folds easily without taking out its battery! 
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This reclining Evox wheelchair is constructed of high-grade steel with 
liquid painting and powder coating for an eco-friendly dry finishing 
process. Using finely ground particles as a protective finish, its 
sturdy framework was built for dependability and damage 
resistance, plus compatibility with accessories to allow 
customization according to user needs. Renting this WC 108 Evox 
chair offers users the perfect mobility and support when living an 
active lifestyle. 


Convenience 


Individuals suffering from muscle weakness, fatigue or other 
medical conditions that make manual wheelchairs challenging to 
maneuver may find electric chairs an invaluable source of 
independence, comfort, and a more fulfilling life. Requiring only 
minimal physical effort when propelled forward, they reduce 
physical strain while providing extended outings and activities - an 
ideal choice for people struggling with chronic health conditions that 
cause fatigue. 
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Lightweight electric wheelchairs are an excellent way to increase 
independence and enhance quality of life without breaking the bank. 
Their design makes them easy to enter and exit, lightweight for 


transportability, and fitted with comfortable seating and reclining 
capabilities; furthermore, they feature a battery box with a 
removable cover to facilitate charging and maintenance needs. 


Evox Mobility Solutions is an industry leader in mobility solutions in 
India, offering products explicitly tailored to individual needs. Their 
foldable electric wheelchairs demonstrate our dedication to merging 
cutting-edge technology and affordability - lightweight yet compact 
to navigate tight spaces easily; constructed using durable and 
long-lasting materials; lightweight yet easy on the eyes - with our 
foldable electric wheelchairs as an example. 


When purchasing an Evox lightweight electric wheelchair, you can 
have peace of mind knowing you are getting excellent value for your 
money. Not only can we offer cutting-edge technology at 
competitive prices, but we also prioritize customer satisfaction with 
responsive service. Our dedicated team is on standby 24/7 to 
address your questions or concerns, giving you an exceptional 
experience with your Evox product. 


8 


EVOX Electric a 


xxx XX x 
xxx xX 


P contacrus +91 7696052635 Fg oe 
www.shopevox.com =.  —esseeee 


Visit an Evox dealership near you and speak with one of their 
healthcare professionals for personalized guidance on selecting an 
electric wheelchair suitable to your budget, physical limitations and 


lifestyle activities. Their experts can also explore financing and 
insurance plans so you know your new electric wheelchair is covered 
under your preferred method. 


A wheelchair is a device used by those unable to walk to get around 
independently, either manually or using electricity as a power 
source. Finding an Evox electric wheelchair that meets your needs 
and preferences will provide mobility and comfort for living 
independently. 


There are various kinds of wheelchairs on the market today, and 
your decision will ultimately depend on your individual needs and 
capabilities. Manual wheelchairs tend to be easier for some users 
but may require more fine motor control and upper body strength 
than some possess. Electric chairs offer indoor/outdoor use and are 
controlled remotely; additionally, they have the advantage of being 
easier to navigate into tight spaces or fitting in most vehicles more 
comfortably than manual ones. 


a 


Call us Now: 


+91 7696052635 


www.shopevox.com 


The WC 104 Reclining Power Wheel Chair was explicitly created to 
offer extra comfort and easy use, featuring a reclining backrest and 


footrest operated via remote. Constructed of steel for strength and a 
weight capacity of 100 kg, its Taiwan-imported motor provides a 
long life, while its powerful brake makes driving safer and more 
straightforward. 


This wheelchair can easily be driven down slopes between 6-9 
degrees using electromagnetic brakes, with its comfortable seat 
boasting flip-up armrests and detachable, adjustable footrests for 
maximum comfort. Furthermore, its controller can be fixed on either 
side with its removable battery box, allowing easy chair charging. 


The best Evox electric wheelchairs feature customizable controls to 
meet your individual needs, and their lightweight designs make 
them easier to transport and maneuver. In addition, they boast a 
high-quality framework with liquid painting for long-lasting batteries 
that last all day indoors or outdoors - not forgetting LED lights, 
which increase visibility in low-light environments. 


Safety 


An Evox Electric Wheelchair is a medical device that assists those 
with mobility issues to move around more efficiently and 
comfortably. Featuring features like reclining backrests, detachable 
footrests, adjustable cushions for user comfort, and folding into 
compact-size, easily transportable vehicles, it provides users with 
active lifestyle independence while offering greater autonomy than 
competing wheelchairs. 

Whether renting or buying, finding the appropriate WC-107 Wc 
Electric wheelchairs can be complex, but selecting one can be 
rewarding. When making this choice, first assess how long you'll 
require the wheelchair before deciding on its impact on quality of 


life and whether purchasing or leasing is best suited. Renting allows 
you to try before committing long-term to owning one. 


WC-101 Evox Power Wheelchair is an ergonomic mobility aid ideal 
for senior adults, injured individuals, and those with limited mobility. 
It features a reclining backrest that is easily operated with its 
remote controller and can shift the left or right side of the chair; it is 
lightweight yet foldable to make transport simpler; transport can 
also be accomplished using its folding capability. 


The WC-107 Evox folding electric wheelchair features an aluminum 
frame and lithium-ion battery, offering up to 6 km of driving range 
and equipped with an electromagnetic brake system for added 
safety. Ideal for indoor and outdoor use and accommodating weight 
up to 100 kg, its black cushion seat comes equipped with flip-up 
armrest for added ease and an electromagnetic brake system to 
help control its movement. Furthermore, this model comes equipped 
with rubber grip push handles and a reversible seat of high-quality 
flame-retardant fabric - perfect for indoor or outdoor use! 


